To:  Moore,  Gary[Moore. Gary@epa.gov] 

From:  Rhotenberry,  William 

Sent:  Mon  8/17/2015  11:20:10  AM 

Subject:  Re:  08.17.15  R6  Daily  Ops  Report  - No  New  Significant  Events 

Hey  Gary  FYI  they  turned  me  off  late  Saturday  night  so  I am  not  at  Gold  King  this  week.  Thx 
Sent  from  my  iPhone 

On  Aug  17,  2015,  at  6:16  AM,  Moore,  Gary  <Moore.Gary@epa.gov>  wrote: 


R6  Daily  Ops  Status  Report 
Current  Status  (6:12  AM  cdt  on  8/17/2015) 


Personnel 

R1: 

Tel  Duty: 

Brescia 

Moore 

Outposted  OSC's 

Houston,  TX/Zehner 

Available 

(New 

Mexico) 

Available  OSC's: 

Adams 

Bernier 

Brescia 

Delgado 

Enders 

Fife 

Foster 

Hayes 

McAteer 

Moore 

Rhotenberry 

Rinehart 

Smalley 

Smith 

Unavailable 

OSC's: 

Delgado 

Todd 

Martin 

Mason 

Reported  Activities  (8/16/2015 12:00:00  am  cdt  - 8/17/2015  6:05:00  am  cdt) 


State 

Oil 

Haz 

Rad 

Other 

AR 

0 

0 

0 

0 

LA 

3 

1 

0 

0 

NM 

0 

0 

0 

0 

OK 

0 

0 

0 

0 

TX 

1 

2 

0 

0 

Total 

4 

3 

0 

0 =7 

Significant  Events 

No  Significant 
Reports  for  this 
reporting  period. 
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Field  Operations 

No  Ops  Log  entries  for  this  reporting  period 

Exercises 

No  exercises  for  this  reporting  period 


August  17,  2015:  Branch  Calendar 


Rhotenberry,  Bill:  Gold  King  Mine  Spill,  NM 

Smalley,  Bryant:  Gold  King  Mine  Spill,  NM 

Enders,  Jhana:  Oil  Spill  Course,  Erlanger,  KY 

Bernier,  Roberto:  Gold  King  Mine  Spill,  NM 

McKay,  Tom:  SPCC  Inspection  @ Kay,  Kingfisher,  Osage  Counties 

Mason,  Steve:  LEPC  Workshop,  Las  Crueces,  NM 

Todd,  Brandi:  Leave,  Los  Angelas,  CA 

Adams,  Adam:  UBEx  Removal,  Shreveport,  LA 

McAteer,  Mike:  Ector  Drum  Site,  Odessa,  TX 

Zehner,  Warren:  TRONOX  NAUM  Site,  NM 

Bradsher,  Jaimie:  Flexiplace 

Delgado,  Paige:  CID  Coordination 
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Gary  Moore 

Federal  On-Scene  Coordinator 
U.S.  ERA  Region  6 
214-789-1627  cell 
214-665-6609  office 

moore.gary@epa.gov 
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